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CO/NO Analysis at the QC Smoking Laboratory 


A new circuit has been designed for the interconnection and 
mutual control of the CO and NO analyzers, the RM 20/CS 
smoking machine and the HP 9825 calculator. Another circuit 
has been realized for the purpose of testing the system's 
hard^and software which simulates the action of the RM 20/CS 
smoking machine. 
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